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Are you looking for a way to reach those top shelves in your kitchen without using a 
stool? Rev-A-Shelf s chrome pull down shelving system can bring those top shelf items to 
your fingertips. Both sizes lower those hard to reach items 10" while pulling out 14 3 /4 M 
from the cabinet. Our unique gas assisted lifting/lowering mechanism provides 
unparalleled stability through the entire range of motion. Side and bottom 
mount brackets are included. 

Contact your local distributor today to find 
out more information and how you can 
purchase the 5PD Pull-Down Shelving System! 

2409 Plantside Drive • Jeffersontown, KY 40299 
800-626-1126 • 502-499-5835 • FAX 502-491-2215 
www.rev-a-shelf.com • rasmarketing@rev-a-shelf.com 




Specifications for Pull Down Shelving System 






Min. Opening Width 






5PD-24CR 


20V4" (515 mm) 


1074" (261 mm) 


18 5 /i6" (465 mm) 


5PD-36CR 


32" (813 mm) 


1074" (261 mm) 


18 5 /i6" (465 mm) 
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and how you can purchase the 5PD Pull-Down Shelving System! 



